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-9005100087 Commission response to Chairman Udall Subcommittee on Energy & En-
viron Question 2 for 3C0306 hearinc.

*  NRC - No DetaileJ AJfiiiasion Given. CCS. 90/03/06. UDALL.M.K. House of Rep.,
Interior & Insular Affairs. 2pp. 53757:046-53757:047.

-9005100088 Requests that NRC address listed questions during 890306 U enrichment
licensing hearing.

ADAMSON.D. House of Rep., Interior & Insular Affairs. CCS. 90/02/27. COMBS.T.
NRC - No Detailed Affiliation Given. 1p. 53757:048-53757:048.

9005100194 Forwards Louisiana Energy Svcs application to const U enrichment facility.
LAMBE,W.M. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/07.
URBAN,J. Justice, Dept. of. 12pp. 53795:336-53795:354.

-9005100240 Discusses status of plans by Louisiana Energy Svcs to develop first pri-
vately owned U enrichment plant.

ARNOLD.W.H, Louisiana Energy Services 90/04/27. LOYSEN.P. NRC - No Detailed
Affiliation Given. 7pp. 53/95-34B 53795:35''.

9005100270 Forwards responses to questions.per 900228 hearing on advanced reac-
tors,

RATHBUN.D.K. Congressional Affairs. CCS. 90/04/04. LLOYD.M. House of Rep., Sci-
ence, Space & Technology {formerly Science & Technology). 1p. 53765:299-
53765:305.

-9005100271 Lloyd response to Subcommittee on Energy R&D Question 1 for 900228
hearing.

*  NRC - No Detailed Affiliation Given. CCS. 90/02/28. LLOYD.M. House of Rep., Sci-
ence,   Space   &  Technology   (formerly  Science  &  Technology).   1p.  53765:300-
53765:300.

-9005100274 Lloyd response to Subcommittee on Energy R&D Question 2 for for
900228 hearing.

*  NRC - No Detailed Affiliation Given. CCS. 90/02/28. LLOYD.M. House of Rep., Sci-
ence,  Space   &  Technology   (formerly  Science  &  Technology).   1p.  53765:301-
53765:301.

-9005100276 Lloyd response to Subcommittee on Energy R&D Question 3 for 900228
hearing.

*  NRC - No Detailed Affiliation Given. CCS. 90/02/28. LLOYD.M. House of Rep., Sci-
ence,   Space   &  Technology   (formerly  Science  &  Technology).   1p.   53765:302-
53765:302.

-9005100277 Lloyd response to Subcommittee on Energy R&D Question 4 for 900228
hearing.

*  NRC - No Detailed Affiliation Given. CCS. 90/02/28. LLOYD.M. House of Rep., Sci-
ence,  Space  &  Technology   (formerly  Science  &  Technology),   ip.   53765:303-
53765:303.

-9005100281 Forwards suppl to record of 900228 hearing on DOE FY91 budget re-
quest for civilian nuclear reactor R&D programs.

LLOYD.M. House of Rep., Science, Space & Technology (formerly Science & Tech-
nology). CCS. 90/03/07. TAYLOR.J.M. Ofc of the Executive Director for Operations.
2pp. 53765:304-53765:305.

9005140232 Forwards "Sixth Progress Rept Reporting Period Oct 1987 - Sept 1989 Im-
plementation of 'Federal Guidelines for Dam Safety.

CARR.K.M. Commissioners. 90/04/30. MORRIS.R.H. Federal Emergency Manage-
ment Agency. 1p. 53817:333-53817:350.

-9005140244 Requests submission of rept on implementation of "Federal Guidelines
for Dam Safety" by 891231.Rept should cover FY88 & 89.Format for rept end.
MORRIS.R.H. Federal Emergency Management Agency. 89/08/28. CARR.K.M. Com-
missioners. 6pp. 53817:345-53817:350.

9005150192 Forwards "Radiological Emergency Preparedness Exercise," final rept re
plant exercise conducted by FEMA on 890927.No deficiencies identified & eight areas
recommended for improvement.

COLLINS.D.M. Region 2, Ofc of the Director. 90/05/09. COTTLE.W.T. System Energy
Resources, Inc. 3pp. 53826:132-53826:176.

9005150198 Forwards biweekly notice of application & amends to OLs involving NSHC
as published in FR on 90041 S.W/o encl.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/
09. BREAUX.J.B. Senate, Environment & Public Works. UDALL.M.K. House of Rep.,
Interior & Insular Affairs. SHARP,P.R. House of Rep., Energy & Commerce. 2pp.
53826:342-53826:343.

9005150226 Summary of 900430 nonpower reactor insp meeting in King of Prussia.PA
re mgt of nonpower reactor insps.

MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Pro].
Dir.(891001-900602). 90/05/10. WEISS.S.H. Non-Power Reactors, Decommissioning
& Environmental Proj. Dir.(891001-900602). 12pp. 53874:045-53874:056.

9005160187 Advises that NRC will participate in technical committee meeting on symp-
tom-oriented emergency operating procedures & accident mgt on 900605-08 in
Vienna.Trip will substitute for previously approved trip for J Roe in June 1990.
BLAHA.J.L Assistant for Operations (Post 890205). 90/04/27. BENAROYA.V. Asst.
Dir. for Intl. Policy & Reactor Safety Cooperation (Post 890226). 4pp. 53877:193-
53877:207.

-9005230284 Forwards two IAEA meeting notices for review & requests notification by
900426 if NRC will participate.Meetings include technical committee meeting on symp-
tom-oriented emergency operating procedures & accident mgt on 900605-08.
BENAROYA.V. Asst. Dir. for Intl. Policy & Reactor Safety Cooperation (Post 890226).
90/04/13. BLAHA.J.L Assistant for Operations (Post 890205). 11pp. 53877:197-
53877:207.

9005160209 Forwards FEMA final rept re performances of state & county emergency
resppnders during 1988 emergency preparedness exercise at plant.Facility offsite radi-
ological emergency preparedness considered adequate.

GREGER.LR. Region 3, Ofc of the Director. 90/05/09. REED.C. Commonwealth
Edison Co. 2pp. 53852:055-53852:137.

9005170183 Forwards Commission biweekly notice of applications & amends to OLs in-
volving NSHC published in 900404 FR.W/o encl.

MURLEYJ.E. Office of Nuclear Reactor Regulation. Director (Post 870411). 90/04/
30. BREAUX.J.B. Senate, Environment & Public Works, 2pp. 53855:320-53855:321.

9005170264 Request for OMB review & supporting statement re NRC Form 313, "Appli-
cation for Matl License." Estimated industry burden is 51,150 h.
AMENTA.J.A. Office of Information Resources Management (Post 890205). OMB
3150-0120. 90/05/04. 7pp. 53856:008-53856:014.

9005180001 NRC Info Notice 90-036. "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). IEIN-88-084.
90/05/24. Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

9005210071 Notification of 900516 meeting in Rockville.MD to discuss regional com-
ments re electrical distribution sys insp temporary instruction.

LANNING.W.D. Special Inspection Branch. 90/05/15. PERANICH.M.W. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 2pp. 53881:210-53881:211.

9005210077 Informs of release of encl matl re Apr 1989 survey on backfitting to
PDR.Summaries of results not distributed in 1988 for fear of interference w/survey on
regulatory impacts in process.

TAYLOR.J.M. Ofc of the Executive Director for Operations. 90/05/14. CARR, ROB-
ERTS, ROGERS Commissioners. 2pp. 53918:079-53918:100.

-9005210079   Forwards   util   &  industry   group   responses  to   AEOD   survey   on
backfitting.Implementation costs tabulated by issue & reactor type also encl.
JORDAN,E.L Office for Analysis & Evaluation of Operational Data, Director. 89/08/
03. MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 17pp.
53918:081-53918:100.

9005210271 Forwards final "VC Summer Nuclear Station Exercise on 890606-07." No
deficiencies identified during exercise & thirteen areas requiring corrective actions
noted.

KWIATKOWSKI.D. Federal Emergency Management Agency. 90/05/07. CONGEL.FJ.
Division of Radiation Protection & Emergency Preparedness (Post 870411). 1p.
53866:143-53866:197.

-9005210276 "VC Summer Nuclear Station Exercise for 890606-07," final exercise rept.
* Federal Emergency Management Agency. 89/09/18. 59pp. 53866:144-53866:197.

9005230008 Notification of 900502 meeting in Rockville.MD to discuss branch technical
position & applicability to decommissioning.

SWIFT.J.J. Fuel Cycle Safety Branch. 90/05/09. HAUGHNEY.C.J. Fuel Cycle Safety
Branch. 2pp. 53919:305-53919:306.

9005230337 Request for OMB review & supporting statement re 10CFR20, "Stds for
Protection Against Radiation." Estimated respondent burden is 15,161 h.
AMENTA,J.A. Office of Information Resources Management (Post 890205). OMB
3150-0014. 90/05/14. 42pp. 53920:155-53920:196.

9005240015 Provides list of proposed topics for discussion at 900612-13 senior mgt
meeting.in response to 900413 memo.Topics include.Regulatory Impact Survey
followup.maint trends in operating power plants & risk during shutdown operations.
MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/
18. TAYLOR.J.M. Ofc of the Executive Director for Operations. 3pp. 53921:301-
53921:303.

9005240030 Requests that individuals provide topics for discussion at 900611 evening
meeting.prior to start of 900612-13 senior mgt meeting.

MIRAGLIA.FJ. Office of Nuclear Reactor Regulation, Director (Post 870411). 90/05/
17. MARTIN.T.T. Region 1, Ofc of the Director. EBNETER.S.D. Region 2, Ofc of the
Director. DAVIS.A.B. Region 3, Ofc of the Director. 3pp. 53923:336-53923:338.

9005240045 Forwards correction to Generic Ltr 88-20,Suppl 2, "Accident Mtg Strategies
for Consideration in Individual Plant Exam Process."

PARTLOW.J.G. Associate Director for Projects (Post 870411). GL-88-20. 90/05/11.
Office of Nuclear Reactor Regulation, Director (Post 870411). 3pp. 53922:293-
53922:295.

9005290079 Responds to 900418 Itr outlining concerns re Info Notice 88-056, "Potential
Problems W/Silicone Foam Fire Barrier Penetration Seals." Silicone foam acceptable
matl provided certain installation parameters controlled.

MURLEY.T.E. Office of Nuclear Reactor Regulation, Director (Post 870411). IEIN-88-
056. 90/05/16. BROWN.C.W. Brand Industrial Services, Inc. (BISCO). 2pp.
53937:329-53937:332.

-9005290098 Requests clarification of Info Notice 88-056 & NRC acceptance or rejec-
tion of silicone foam for const of fire barriers.

BROWN.C.W. Brand Industrial Services, Inc. (BISCO). IEIN-88-056. 90/04/18.
MURLEY.T. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp.
53937:331-53937:332.

PR PROPOSED RULE

9004230285 Forwards addl documents re below regulatory concern issues for public re-

RATHBUN.D.K. Congressional Affairs. 90/04/09. MILLER.G. House of Rep., Interior &
Insular Affairs. 1p. 53716:072-53716:072.

-9005040015 Ack receipt of 900316 interim response to 900207 request for info re
below regulatory concern issue & reiterating request stated in subj Itr.
MILLER.G. House of Rep., Interior & Insular Affairs. 90/03/23. CARR.K.M. Commis-
sioners. 1p. 53716:073-53716:073.

9004260043 Package consisting of village of Winfield.lL Resolution 90-2 re opposition to
permanent siting of radwaste. Kerr-McGee should relocate matl to location not dense-
ly populated.

WALDE,J.R., STUART.P.A. Winfield, IL 83-495-01-ML 90/03/22. 2pp. 53636:019-
53636:020. of Rep.,
